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In FY2018 

1) There were 39,078 IJ Appeals and 2,075 DD Appeals filed with BIA. 

2) There were 6,154 IJ Appeals filed by DHS. 

3) There were 1,099 IJ Appeals by DHS that were granted. 

4) There were 3,044 IJ Appeals by the alien that were granted. 

5) There were 27,572 IJ Appeals and 2,252 DD Appeals adjudicated. 


